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BPD-7857-59 
MBIOTIATED CONTRACT Contract No. MA-3607 
General Preeision Laboratory, Incorporated 
63 Bedford Road 
Pleasantville, '. Y. ani 
Contract for: (See Schedule) Amount: $6,250.00 


x Averiga, nee called S dhe de Gavarminst, rapranentes by the 
Gontragting Officer executing this contract, and the above-named 
Coutrector which ie e Corporation Nerectel sciais in the State of 

New York, hereinalter cailed the Contractor 


The Parties hereto agree that the Contractor shall furnish the 
neces facilities anf deliver all supplies and shell. perform all 
the s ces set farth in the attached schedule iesued hereunder 
fox the consideration atated therein. 


baa The rights and cbligations of the parties to this contract shall be 
ee a ee and General Provi- 
eicus, which together with this signature e and the accanpanying 
sertificste comprise this Contract No. MA~3607. In the event of any 
incousis' between the Sehedule and the General Provisions, the 
Schedule a santrol. 


itt igs parties neve have executed this contract 


25X1A iit, Pamiaton WOOT ny, iNCcnronatan 
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CERTIFICATES 
20X1A 


I, aoe » certify that 


I am the Secretary of the Corporation named 


as Contractor herein; that Saal who 25X1A 


signed this contract on behalf of the Contractor was then 


Assistant Vice-President of said Corporation; that said con- 
tract was duly signed for and in behalf of said Corporation by 
authority of ite governing body, and ig within the scope of its Cor- 


porate powers. 


25X1A 


— 


(Corporate Seal) 


-?- 


aa 
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PART V + SPECIAL GUCURITY RUSTRICTIONS ~--~---ewnnrnnesenane 
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wae gh Contract No. MA- 3607 


The Contractor shell furnish the mecnery supplies, equipment 
and/or personnel to train epprowimately four Ang Government. employees 
in the maintenance of Redan, Model PC-211. training progran 
shall cousist of two classes, Se avis at or more atudente and 
each class to last for six (6) weeks. If, in the opinion of the Con 
tractox'a instructor the level of the students ie such af to warrant 
® reduction ia course length to four (4) weeks, the Contractor shall 
afvise the Contracting Officer during the first week of either class 
that thia reduction in time will be made for that cleas. Neo quarters 
or measing facilities are to be furnished by the Contractor. An 
outline of the courses is as follows: 


1. Introduction to Doppler Navigation Bysten 


a. Generel 
om Orlentation 


@. Wunetional Description of System 

a. Detailed block Glagran 

b. ARE 

a. Brequeasy Tracker 

ad. Indieator 

a. Control Panel 
3. Gireult Analysis 
h. Special and Standard Test Equipment and their use. 
5. Sheckeut procedures 

(Demonstratioa end performance by trainees). 

6 Conelusien 

a. Review of Syatem Characteristics 


b. Jutercoanection with related equigment 
e. Bveluation of traisees 


“ 4 - 
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Contract No. MA~ 3607 


PART II - CONSIDERATION AND. 


a. In accordance with\ 
entitled PAYMENTS, the Govermxe: 
gatisfactory performance of this coutract, as full payment for 
the training course (two (2) six\é) week periods) the amount of 
$6,250.00. In the event the courseNjime is reduced as provided : 
in PART I hereof there will be e deduction of $805.00 for eagh \ wi 


two week reduction. 
Pats bey orgs 
PART ITI - PERIOD OF PEHFORMANCE G8AD MAS 


The first course shall begin 9 November 1959. The second 
‘course shell begin on or about 1 April 1960. 


Notwithatending the requirements of any of the Generel Provi- 
sions of this contract to the contrary, whensoever the Contractor, 
in performance of the work under this contract, shall find that the 
requirements of any of the eleuses of the General Provisions ere in 
conflict with security instructions issued to the Contractor by the 
Contracting Officer or by his duly authorized representative for 
security matters, the Contractor shall cali the attention of the Con- 
tracting Officer to such conflict and the Contracting Officer or his 
duly authorised representative for security matters shall (1) modify 
or rescind such security requirements or (11) the Contracting Officer 
shall, issue to the Contractor a waiver of compliance with the regquire- 
ments of the General Provisions conflicting with such security require- 
menta. Any waiver of camplisnce with the General Provisions of this 
contract issued by the Contracting Officer shall be in writing, except 
that the approval by the Contracting Officer of any subcontract issued 
hereunder by the Contractor shall be deemed to constitute approval of 
waiver of eny clauses of the General Provisions in cmflict with the 
stipulatione of such subcontract. 


PART V - SPECIAL SECURITY RESTRICTIONS 


The Contractor shall not reveal (1) the specific nature or any 
details of the work being performed hereunder or (11) any information 
whatsoever with respect to the department of the Government sponsoring 
thie contract end the work thereunder except as the Contractor is 
directed or permitted to reveal such information by the Contracting 
Officer or by his duly authorised representative for security matters, 
and notwithstanding any clause or section of this contract to the con- 
trary, the Contreetor shall not interpret any clause or section of 
thie contract as requiring or permitting divulgence of such information 
to any person, public or private, or to any officer or department of the 
Goverament without the express eonsent of the Contracting Officer or his 
duly authorised representative for security matters. 
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